°. Seamless 5-wheel 
color mixing including CMY, 
Variable CTO and CTB 


- NOW THE BRIGHTEST 
fixture in its class 


¢ Most comprehensive feature 
set for the price 


* Highest safety standards 


¢ Universal electronic 


¢ Optional 2:1 or 4:1 lens 
switching power supply 


°- Drop-in modularity including 
¢ Electronic strobe standard 


Framing Shutters and 


LithoMotion™ 
¢ More choices of gobos and 
° Lightest fixture weight Creative effects—featuring 
LithoPatterns® 


in its class 
# \ 
X.SPOT XTREME 


automated luminaire 
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X.SPOT® XTREME: Experience X-treme brightness 


in the most feature- packed | urinaire available. 
: p HIGH END SYSTEMS 
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THE SGENCE OF 
COLOR AND LIGHT 


www. highend.com/xtreme 
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20° field angle 


Candela x 10° 


30° field angle |_ 
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600. 


Field Angle 


x.Spot Xtreme - 4:1 Zoom Lens 


12° field angle 


Candela x 10° 


20° field angle 


Output: f 16,000 lumens 
Color temp: f 5600° K 
Life: | 500 hours 


Field Angle 


candela 
distance? 


HIGH END SYSTEMS 


The Science of Color and Light 
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Austin, Texas 78758 USA 
sales@highend.com 
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Austin: 1.512.836.2242 
Los Angeles: 1.818.947.0550 
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